URBAN  DISTRICT  OF  NEWPORT  PAGNELL 

ANNUAL  REPORT 
OF  THE 

MEDICAL  OFFICER  OF  HEALTH 
AND 

HEALTH  INSPECTOR 
FOR  THE  YEAR 
1957. 


CHAIRMAN  OF  THE  COUNCIL 
S,  J,  Mo r ley,  Esq.,  J.P, 

PUBLIC  HEALTH  COMMITTEE 

CHAIRMANS 

H,  W.  Mason,  Esq,, 

COUNCILLORS s 

S.J.  Morley,  Esq,,  J.P.  B,  Hughes,  Esq,, 

Dr,  A. Clay  F,  Crawley,  Esq., 

J,  F,  Gilbert,  ,|!sq,,  W.S,  Hawkins,  Esq.,C.G. 

PUBLIC  HEALTH  STAFF 

MEDICAL  OFFICER  OF  HEALTH, 

D.H.  Waldron,  O.B.E.,  M.D.,  D.P.H., 

D.T.M.  &  H.,  Col.  I.A.MC,  (Retd.) 

(The  Medical  Officer  of  Health  is  also  M.O.H,  for  the  Borough 
f of  Buckingham,  the  Urban  Districts  of  Bletchley,  Linslade  and 
Wolverton,  the  Rural  Districts  of  Buckingham,  Newport  Pagnell 
;  and  Wing,  urea  Medical  Officer  for  North  Bucks,  and  Divisional 
School  Msdical  Officer  for  the  North  Bucks,  Division  and  Buck- 
:  ingham  and  Winslow  District.) 

DUPUTI  MEDICAL  OFFICER  OF  HEALTH: 

F.  Seymour,  M.B.,  O.H.B.,  D.P.H. 

SURVEYOR  AND  PUBLIC  HEALTH  INSPECTORS 
J.  F.  Hopkin,  A.M.R.S.I.,  M.A.P.H.I. 

1. 


Council  Office  a* 

60,  High  Street, 
NETJ?0KF  PAGNEXL. 

20th*  June,  1958, 


To  the  Chairman  and  Councillors  of  the 
Uiban  District  of  Newport  Hague  11* 

Gentlemen, 

I  have  the  honour  to  present  the  Annual  Report  of 
the  Medical  Officer  of  Health  for  the  year  1957* 

The  Birth  Rate  shows  a  slight  rise  on  the  previous 
year  but  is  still  lower  than  that  for  the  rest  of  the 
County, 

The  Death  Rate  shows  a  very  satisfactory  drop  and  is 
now  points  lower  than  the  rate  for  England  and  Wales, 

Of  the  total  of  45  deaths  29  were  due  to  Heart  and  Allied 
Diseases  and  Cancer, 

The  Infantile  Mortality  Rate  which  was  nil  the  pre¬ 
vious  year  rose  to  17*5  per  1,000  live  births  for  1957, 

This  appears  an  alarming  increase  but  in  fact  indicates 
1  death  in  the  group. 

In  ny  report  for  1956  I  referred  to  the  introduction 
of  vaccination  against  Anterior  Polionyeliti©  as  a  groat 
step  forward  in  the  prevention  of  this  disease  and  ex* 
pressed  the  hope  that  large  and  regular  supplies  would  be 
made  available  in  1957  so  that  as  many  as  possible  of  our 
children  could  benefit  from  this  protection.  Unfortunately 
the  hope  was  not  realized  and  many  children  who  had  reg¬ 
istered  in  1957  had  not  had  the  benefit  of  this  protection 
from  Polioiryelitis  in  the  town  in  the  early  months  of  this 
present  year.  With  the  importation  of  Canadian  and 
American  vaccine  to  supplement  the  British  product  this 
year  I  am  pleased  to  say  that  all  children  registered  to 
tho  end  of  Juno  195 8  will  havo  had  their  vaccination  by 
the  time  this  report  is  published* 

2* 


I  wish  to  record  another  year  of  pleasant  co-operation 
tth  Mr.  Hall,  your  Clerks  Mr.  Hopkin  your  Surveyor  and  Health 
aspect  or,  and  their  staffs. 

X  am, 

Your  Obedient  Servant, 

DANIEL  H.  WALDRON. 

Medical  Officer  of  Health# 
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MfPOffl1  PuGHELL  URBAN  DISTRICT  COUNCIL 
ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  OF  HJAALTII. 

FOR  THE  YEAR  1957 


SECTION  A. 


GENERAL  STATISTICS 


1956 


Area  (Inheres)  ..  ..  ..  . . 

Population  .....  ..  . . 

Number  of  Inhabited  Houses  .. 

Rateable  Value  ..  ..  ..  . .  .. 

Rate  per  Pound  ..  ..  ..  ..  .. 

Sum  represented  by  a  Id  rate  .. 


3,432 
,  4,  320 
1,540 
£50,803 
18/2 
£263 


VITAL  STATISTICS 


BIRTHS 


mz 

3,432 

4,370 

1,505 

£191 


ft 


!! 


•  • 


•  • 


(Females)  # . 
Stillbirths(Fe$iales) . * 

Birth  Hate  per  1,000  population 


•  • 


•  • 


it 


tt 


it 


n 


DEATHS 

Males  **  ••  • •  •«  ♦ e  «• 

Females  ..  •• 

Death  rate  per  1,000  population 
"  "  "  "  "  (Bucks.) 

(England  &  Wales) 

Maternal  Mortality  *»  •• 


32 

29 

22 

26 

NIL 

NIL 

NIL 

2 

1 

1 

13*2 

13*65 

)16*3 

16.7 

15*8 

16.1 

30 

19 

36 

26 

9*2 

7* 

9*9 

9*7 

11*7 

11.5 

NIL 

NIL 

DEATH  (  Gont'd) 

1256 

1257 

Mat e  rna 1  Mort ality  ( Bucks . ) 

» * 

•  0 

0.43 

0, 

►  55 

Infantile  Mortality  (Deaths  1 

of 

Infants 

under  1  year  per  1,000  births) 

NIL 

17.5 

Infantile  Mortality  (Bucks.) 

17.1 

21.6 

Infantile  Mortality  (England 

&  Wales) 

23*8 

23.0 

PRINCIPAL  CAUSES  OF  DEATH 

1254 

1952 

M. 

F. 

T. 

M. 

F. 

i\ 

Tuberculosis,  respiratory.. 

0 

0 

0 

0 

0 

0 

Tuberculosis,  other  ..  .. 

0 

0 

0 

0 

1 

1 

Meningococcal  Infections  . . 

0 

0 

0 

0 

0 

0 

ficute  Poliomyelitis  . .  .. 

•  t 

•  • 

0 

0 

0 

Q 

0 

0 

3ancer  «•  ,.  ..  M 

5 

8  13 

4 

4 

8 

Diabetes  . .  ..  ..  ,. 

0 

0 

0 

0 

0 

0 

*e  rubral  Hao mho r rage  #. 

4 

10  14 

3 

■5 

8 

Heart  Diseases 

11 

8  19 

6 

5  11 

Other  Circulatory  Disease 

. . 

.  0 

2 

0 

2 

1 

1 

2 

Influenza..  , ..  ..  ..  .. 

0 

0 

0 

0 

1 

1 

Pneumonia  .  #  . 

.  0 

3 

4 

7 

0 

3 

3 

Bronchitis  ..  ..  ..  ,. 

0 

2 

2 

0 

1 

1 

digestive  Disease  ..  .. 

0 

0 

0 

1 

0 

1 

Nephritis  ..  ..  .. 

1 

1 

2 

0 

0 

0 

Typerplasis  of  the  Prostate 

•  • 

.  0 

0 

0 

0 

1 

0 

1 

Pregnancy,  ohildbirth&  Abortion 

.  0 

0 

0 

0 

0 

0 

0 

Congenital  Disease  ..  . . 

» . 

0 . 

0 

0 

0 

0 

0 

0 

Accidents  ..  ..  ..  #. 

» • 

1 

0 

1 

0 

2 

2 

Suicide  .....  ..  ..  .. 

0  e 

0 

0 

0 

0 

0 

0 

ill  other  Causes  .. 

3 

3 

6 

3 

3 

6 

Totals  . 

30  36  66  19  26  $5 


5. 


SECTION  B, 

GENERAL  PROVISION  OF  HEALTH  SERVICES. 

1*  LABORATORY  SERVICES 

The  bacteriologioal  work  of  the  District  has  beon 
carried  out  by  tho  Public  Health  Laboratory,  Northampton* 
Samples  of  Water  and  Sewage  for  chemical  analysis  were 
sent,  ini: he  cases  of  water  to  the  Analyst,  Bucks*  Water 
Board,  and  in  the  case  of  sewage  to  the  Analyst,  Great 
Ouse  River  Board* 

2.  AMBULANCE  SERVICES , 

These  services  are  administered  by  tho  County  Council 
and  are  controlled  in  the  North  Bucks*  ^rea  from  a  station 
at  Bletchley.  In  Newport  Pagnoll  two  ambulances  and  one 
sitting  case  car  are  maintained,  supplemented  if  necessary 
by  anfoulances  from  other  Districts* 


3,  NURSING  FAGILXTJg^ 

As  in  previous  years  the  District  Nurses  carried  on 
thoir  teeiy  excellent  and  noble  work* 

4*  CLINICS, 

Maternity  and  Child  Welfare:  This  Clinic  which  is 
held  at  the  Congregational  School  on  the  1st,  and  3rd 
Wednesdays  of  each  month,  is  attended  by  a  Medical  Officer,. 
Health  Visitor,  District  Nurse  and  of  course  members  of  the 
Voluntary  committee*  I  should  like  to  pay  tribute  to 
these  ladies  of  the  Voluntary  Committee  who  give  up  their 
spare  time  to  this  work.  During  the  year  626  children 
attended  this  clinic. 
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HOME)  HELP  SERVICE 

This  service,  administered  by  the  County  Council,  has  done 
very  good  work  since  its  inception.  curing  the  year  6 /  cases 
were  assisted* 


,6*  ORTHOPifelC  CLINIC. 

Organised  by  the  Regional  Hospital  Board,  This  Clinic 
meets  fortnightly  on  a  Friday*- 

-  -  ~  *  • 

7.  HOSPITALS.  '  : 

The  following  hospitals  have  sersfed  this  areas- 

'  '  >  r  i  '«■  ' 

■**-  -  •<  X  \  X 

Northampton  General  Hospital, 

Bedford  County  Hospital* 

.  Royal  Bucks,  Hospital,  Aylesbury.  " 

Tindal  Hospital,  Aylesbury, 

Harborough  Road  Isolation  Hospital, 

■  Benny  Lodge  Hospital. 

Westbury  Maternity  Home, 

Creatam  Sanatorium, 

*  r  *  , 

'  SECTION  C. 


SAWlTAHlf  CTRCDMaTMCRS  OP  THE  AREA, 


i,  WATER  SUPPLY. 


/**• 


'  * 


*  J  -  r  * 

",  ^  ^ 

.  Water  Supply  sources  of  the  Council  at  Caldecote -and . 

have^been  maintained  Airing  the  year,  and  a  limited 

nas  b!en  ?rawn-  fronr the’  supply  Of  the  Bucks,  Water 
oard.  By  using  their  water  resources  to  the  full  the  Council 
we  a  total  quantity  of  water  available,  which  exceeds  300,  000 
,aU.ons  per  day.  The  peak  daily  demand  has  never  exceeded  200,  0< 
md  the  average  demand  ..is  in  the  region  of  158,000  G.P.D, 


During  the  period  July,  'August  and  September  the  Caldecote 
works  was  adapted  and  used  for  the  purpose  of  Swimming  Pool  water 
treatment  and  no  water  was  delivered  into  the  town  mains  froa  this? 
source  of  supply*  The  water  supply  normally  supplied  from  this 
nouroe  was  during  the  three  months .  **»pl«oed  by  <additioual  Quant iti*j 

'kftfceo  tba  V*cbQj*  Board  HI  bulk* 


Two  samples  of  water  were  taken  from  the  Swimming  Pool  during  u; 
and  on  Baoteriologioal  Examination  were  found  to  be  very  satisfact: 
Eleven  samples  ware  taken  from  the  Ash  Hill  supply  and  all  proved: 
to  be  very  satisfactory.  Eight  samples  from  the  Caldeoote  supply, 
were  found  to  be  very  eatlsfacfcqy  and  we  was  satisfactory* 

Samples  were  submitted  for  Chemical  Examination  and  tba  reports? 
are  as  follows*— 


Source.*.. 


♦  •  *  0  «  »  . 


_ Asa.Hiu..sDP?tr, 


Aopeei-anoa  *•  ..  ..  ..  *»  '  »*  **  Clear. 

pH  Value  ..  ..  ..  ..  ..  ..  ..  ..  ,,  7.3 

Colour  *•  #e  ••  •  •  A4  «*  11  **  |t  lass  than  5 

Turbidity  ..  ..  ..  ..  ..  ..  ..  ..  ..  leas  than  1 


(results  in  part  per  million) 

Ammonia  Nitrogen  ..  .,  ,,  „  , .  M 

Albuminoid  Nitrogen  ..  ..  ,.  ..  ..  .. 

Nitrite  Nitrogen  ,.  ..  ..  ..  ..  ..  ## 

Nitrate  Nitrogen  ..  ..  ..  t. 

0-  absorbed  from  permanganate 
*  (3  Hours  at  37®  C)  ..  ..  .. 

Free  CQg  .»  .»  ....  .,  ..  .. 

Alkalinity  as  CaCO^  „  M  ##  „ 

Carbonate  Harass  ..  ..  ..  ..  ..  ..  .. 

Non-Carbonate  Hare ness  ..  ..  ..  ,, 

Total  Hardness  ,,  ..  ,,  .. 

Total  Solida  (dried  at  180°  C)  ..  . . 

Calcium!  as  Ca  ,,  ,,  „  „  tl 

Magnesium,  as  Mg  ,,  ,,  ,,  ,,  tt 

Sulphate,  as  S0^  . .  . , 


Nil 

0.Q30 

Nil 

3*55 


0*29 

20 


133 


/ 


cjOhloride,  as  Cl  . .  . »  «.  ,«i  •*  • «  ^ «  • »  23 

Silica,  as  SiO^  . .  . ,  . .  , .  , »  . .  . .  9 

Iron,  as  Fe  . .  .  •  * «  •  ^*v  #«  .  •  •  •  •  •  •  *“,,“ 

Total  ..  ..  ..  ..**■>.  ...  0*05 

Soluble  . ,  , .  . .  . .  . .  ...  . .  ..  .: — 

5  He sidule  Chlorine 
Fluoride  as  F, 


••  ..  ••  ••  •• 


die  marks: 


» . 

“This  is  a  hard,  highly  mineralised  water  but  shouo  no 
sign  of  organic  pollution*  Provided  there  is  no 
indication  of  bacterial  pollution  it  is  a . satisfactory 
water  for  public  supply,” 


Source . . . .  . .  .Q4W5QOT5  .SWOT. 


•  • 


Appearance  ..  A  trace  of  Suspended  matter 
pH  Value  ..  ....  ••  ••  ..  .. 

Colour  . .  . .  . .  ....  ••  ••  .. 

Turbidity  ..  . .  ..  ..  ,. 

(result  ~ 

(results  in  parts  per  million) 

Ammonia  Nitrogen  . .  ..  .. 

Albuminoid  Nitrogen 
Nitrite  Nitrogen 
Nit  rate  Nit  rogen 
Op  absorbed  from  permanganate 
(3  Hours  at  37°  C)  .... 

Free  CO2  ..  ,.  . .  ..... 

Alkalinity  as  CaCO^  ,, 

Carbonate  Hardness  ..  .. 

Non-Carbonate  Hardness  .. 

Total  Hardness 

Total  Solids  (dried  at  180°  c) 

Calcium^  as  Ca 
Magnesium,  "as  Mg 
:  Sulphate4,  as  SO/  * .  ....  . ,  ....  .  •  '  I36 

Chloride,  as  Cl  ..  . ,  ..  ..  .,  31 


7.7 

less  than5  ' 
less  than  1 


0.010 

0.060 


Very  slight  trace  (less  than  0.005  p.p.nu) 

..  ♦  .  ..  ..  1*65 


0*10 

2 

110 

no 

140 

250 

386 

*82 

11 


. .  •  •  ■  .  ., 

. •  . .  ••  . . 

•  ••  •  ..  « • 

.  .  *•  .  .  *.  •.  •  • 

.  .  •  ••  . .  •»  «•  •  » 

•*#-.-  <  . .  ..  • .  ••  .  «. 


9. 


6 


•  •  •  •  .  .«  • 


•  • 


«  •  •  •  •  • 


.*  • 


.  #  #  •  *.*  *  *  • 


.•  « 


«,.*?►.  *,  •  ♦  •  *# 

X  * 

•  •  •  •  •  •  • 


..  0  .06 

Tyacoi  loss  that  0*1  p%p,m. 


•  •  •  • 


Silica,  as  Si°2 
Iron,  as  Fg 
total  . . 
ooluble 

Residual  'Chlorine  -  «, 

Fluoride  as  F  . .  ,  , 

Remarks:  i  !iThis 'water  c:ogtuined  a  trace  of  CTjystalline  mineral 
*  matter  (probably  calcium  carbonate)  in  suspension. 

■  Although  the re/is  a  very  small  amount  of  nitrite 

present  it  appears  unliMly  that  this  is  due  to  organic 
/  *  ^  pollution  and,  providing  it  is  satisfactory  bacterial!^ 

»  it  is  d  : water  suitable  for  public  supply. 11 

**  *  *  ■  / 

9. 

Work  on  waste 'jw§ter  detection  has- proceeded  during  the  year 
up  to  the  limit  of  labour  available.  The  Council  have  been 
infomod  of*  corroded  state  of  many  of  the  ga Ivans ied  steel  tube 
services  in  the  district  and  a >mmbar-'* of; .water •. ins  arc  lihble 
to.  f r  qtur >  owing  the  being  laid  -beneath  the  highway  surfaces 
at  shallow  depth.  . 

‘  SEWERAGE  AMD  SEWAGE  DISPOSAL  ; 


t 


,  .  The  ,sewa§^  works  .and  .pumping  stations  continued  to  deal 
adequately  with  the  flow  of  sewage  from  the  existing  built 
up  areas  of  the  town.  The-  effluent  discharged  into  the 
River  Lovat  is  clear  and  of  good  quality. 

Sample  of  . 

Treatment. . .  .Tasks,  . f lit @ rs. aid. bumttS. tanks. ... . . . . . . . 

PHYSICAL  CHARACTERISTICS-  . 

Liquid.  5  loar.  slight  ,brovoisb .  Sediment . .  spall.b  rweisb .... 

Odour.Sartby. . . .  Reaction  to  litmus, slight* alkalies . , 

...  -  pH..  .7*70........ . . 

parts  per  million. 


10. 


} 


RESULT  OF  ANALYSIS 

Total  Solids  ,  *  .*  *, . .  — 

Solids  in  suspension  (dried  ar  IO50  C).9  16*00 

l?  "  u  Ash  ,*  4*80 

Solids  in  solution  (dried  at  IO50  C)  ..  — 

11  ,  "  Ash  *.  *.  ~ 

Chlorides  (in  terms  of  Chlorine)  *.  **  -57*P 

Ammoniacal  Nitrogen,  fron  froo  and  saline  .  ' 

ammonia  **  0*94 

Albuminoid  Nitrogen  (Wanklyn)  **  **  #*  *,  '  0*85 

Organic  Nitrogen  (  Kjoldehl)  *.  «,  «•  ••  — * 

Nitrous  Nitrogen  from  Nitrites  *«  **  **  0*048 

Nitric  Nitrogen  from  Nit  tit  es  *#  **  12*8 

Oxygen  absorbed  in  3  min,  from  £  permanganate 

at  26»7°  Cent  80  (Total)  5‘° 

M  11  in  4  hours  from  ^  permanganate 

at  26* 7°  Cent  80  (Total)  5*80 

Dissolved  Oxygon  absorbed  in  5  days  at  20°Cent  2*70 
Remarks?  nSfct isf act o ry lf , 

The  disposal  of  sewage  sludge  has  presented  no  difficulty 
during  the  year* 


There  would  appear  to  be  considerable  infiltration  of 
surface  and  ground  water  into  the  Sewerage  System  particularly 
during  wet  weather  periods* 

The  western  end  of  the  town  (Wolvqrton  Road  district)  continues 
to  be  the  area  favoured  for  residential  development*  The  Manor 
Road  Estate  development  is  proceeding  and  other  residential  sites 
(Foxgate  Piece,  Acme  Development  Estate,  Linford  Lane  and 
several  smaller  areas  in  the  district  have  keen  approved  for 
housing  purposes)*  With  this  dovolopraent  the  sewerage  system 
for  this  area  of  the  town  should  receive  consideration* 

No  flooding  of  properties  has  occurcd  during  tho  year, 
although  tho  surfaco  watoi*  drainage  of  highways  has  not  boon 
onti$Fl/  satisfactory* 

11* 


3.  REi-  ’TTCE  COLLECTION  AilD  DISPOSAL 

(  w 

The  maintenance  of  a  weekly  colloction  of  House  Refuse  has 
continued  during  the  year  and  the  collection  of  paper  salvage 

has  continued  although  very  little  profit  may  now  be  expected 
from  this  service  * 

«  *  ?- 

The  recruitment  and  retention  of  suitable  labour  for  this 
and  other  similar  duties"  has  been  maintained  with  difficulty 
throughout  the  year* 

4.  BATHING  PLACE,  % 

On  August  3rd*  1957  the  Council1  s  Tickford  Street  Swimming? 
Pool  was  officially  opened  and  remained  in  use  until  14th. 
September* 

4  i 

The  reinforced  Concrete  pool  is  110  feet  in  length,  33 
feet  in  width  and  the  depth  of  water  varies  between  3  feet 
at  the  shallow  end  and  9  feet  in  the  diving  W811.  Not  with¬ 
standing  tho  poor  weather  conditions  experienced  during  the 
period  whilst  tho  pool  was  open  to  the  public  tho  facility  was 
well  received  and  patr&nised.  No  difficulty  was  experienced 
in  the  treatment  of  the  water  which  maintained  a  high  standard 
of  putity  throughout  the  swimming  season* 

SECTION  D* 

i 

HOUSING  ACT*  ' 

During  the  year  the  Council  have  closed  7  dwelling1  s 
deemed  to  bo  unfit  for  human  habitation,  6  dwelling1  s  wero 
demolished* 

SECTION  E* 

1.  GENERAL* 

Forty  four  casos  of  nuisances  were  dealt  with  during  the 

year  by  informal  action. 


12. 


The  Council  are  responsible  for  the  Street  cleansing  of 
the  district  roadsand  also  this  duty  is  undertaken  in  respect 
of  the  classified  highways  in  the  town  centre* 

Additional  Street  litter  bins  have  been  erected  during 
the  year*  / 

!  2*  FACTORIES  ACT. 

Two  contraventions  of  the  Factories  Act  were  dealt  with 
,  informally  during  the  year* 

!  3.  MILK  (  SPECIAL  DESIGNATIONS  )  BE GULAT IONS,  1926  -  19  AS. 

Four  samples  of  tsrteurised  Milk  and  two  samples  of 
;  Tuberculin  Tested  Pasteurised  Milk  were  submitted  for  examin¬ 
ation. 

The  samples  proved  to  be  satisfactory  in  all  cases  and  in 
conformity  with  the  standard  for  the  designation* 

4.  ICE  CREAM.. 

Twenty  five  premises  are  registered  for  the  purpose  of  the 
sale  of  ice-cream.  Only  one  premises  is  registered  for  the 
purpose  of  ice-cream  manufacture  and  this  is  only  used  on  in¬ 
frequent  occasions  such  as  to  cater  for  week-end  trade.  The 
premises  and  equipment  and  records  were  maintained  to  a  sat¬ 
isfactory  standard, 

5.  SLAU  GHTERHOUSES . 

Only  one  licenced  slaughterhouse  exists  in  the  Town  and 
during  the  year  no  slaughtering  took  place  at  this  establish¬ 
ment,  The  majority  of  home  killed  meat  is  delivered  in  the  .  *- 
carcase  from  Northampton  or  Bedford, 


13. 


6*  '  PRE-CTriON  OF  DAMAGE  BY  PESTS  ACT.  19A9» 


The  Council  have  retained  raambership  of  the  North  Bucks* 
Area  Rodent  Committee,  and  during  the  year  a  total  of  5^3 
properties  were  inspected  for  the  purpose  of  rat  and  mice 
infestation*  Of  this  number  425  were  visits  to  dwelling 
house  property  and  the  remainder  to  business,  agricultural 
and  Local  Authority  Premises* 

*  f 

\  46  pccperties  were  found  to  have  some  infestation  by 
rats  and  eere  treated*  Mice  were  dealt  with  at  5  properties* 
Treatment  to  dwelling  house  properties  is  a  free  treatment 
undertaken  by  the  Council* 

Sewer  inspections  were  made,  and  test  baiting  and 
maintenance  treatment  carried  out  as  required  by  the 
Miniptiy  of  Agriculture,  Fisheries  &  Pood* 

7*  TOSOUMJ  FOODS.  ' 

-»  1 

«*  V 

■  Regular  inspections  of  Pood  distributive  premises 
have  been  maintained  and  foodstuffs  dealt  with  as  required* 

A  number  of  improvement 3  have  been  required,  under  the  Food 
■  Hygiene  Regulations  during  tho  year*  In  most  instances 
.  the  co-operation  of  tho  staff  e  of  Food  manufacturing 
and  distributive  establishments  has  boen  obtained. 


SECTION  F. 

PREVALENCE  AND  CONTROL  OF  INFBCTIODS 

AND  OTHER  DISEASES. 

1.  GENERAL 

There  were  no  epidemics  during  the  year* 

2.  NOTIFICATIONS. 

ivfeasles  ,,  ,,  ,,  ..  9 


Whooping  Gough  ,  , 

Puerperal  Pyrexia 
Dysentery  ,,  »• 

3.  TUBERCULOSIS, 

One  case  of  non- pulmonary  was  notified.  There  was 
one  death, 

4.  ganger. 

This  disease  accounted  for  8  deaths  during  the  year 
compared  with  13  the  previous  year, 

,  ;  •  D,  H.  WALDRON, 

r  # 

■>.  edical  Officer  of  Health, 
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